188    DOCKETED ITEMS

-9203100033 Rev 0 to "Evaluation of Flaw Indications in Perty FW Nozzle to Safe-End
Welds Extrapolated beyond RFO-3."

THORNTON.H.S, Cleveland Electric Illuminating Co. 92/02/14. 19pp. 60899:318-
60899:336.

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of
Generic Issue 79, "Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural
Convection Cooldown."

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050.

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per-
mits for nuclear power plants (except YAE.iicensee for Yankee Nuclear Power
Station),re reactor vessel structural integrity,10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012.

9203180261 Forwards amend 40 to license NPF-58 & safety evaluation. Amend revises
TS section 5.3.2 control rod assemblies to allow use of control rod designs employing
hafnium metal as neutron absorbing matl.

HALL.J.R. Project Directorate III-3. 92/03/11. LYSTER.M.D. Cleveland Electric Illumi-
nating Co. 3pp. 60977:184-60977:193.

-9203180268 Amend 40 to license NPF-58,revising TS Section 5.3.2 to allow use of
control rod designs employing hafnium metal as neutron absorbing matl.
HALL.J.R. Project Directorate III-3. 92/03/11. 5pp. 60977:187-60977:191.

-9203180273 Safety evaluation supporting amend 40 to license NPF-58.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/11. 2pp.
60977:192-60977:193.

9203240049 Application for amend to License NPF-58,changing TS 3.3.7.4-1 re remote
shutdown sys controls to remove line item for controls to RCIC pump discharge to
lube oil cooler valve.

LYSTER.M.D. Centerior Energy. 92/03/16. Document Control Branch (Document
Control Desk). 6pp. 61117:345-61117:351.

-9203240053 Proposed TS 3.3.7.4-1 re remote shutdown sys controls.

*  Centerior Energy. 92/03/16. 1p. 61117:351-61117:351.

9203250132 Application for amend to License NPF-58,revising TSs to incorporate mis-
cellaneous technical & administrative changes.

LYSTER.M.D. Centerior Energy. 92/03/19. Document Control Branch (Document
Control Desk). 17pp. 61099:254-61099:288.

-9203250135 Proposed Tech Specs re miscellaneous technical & administrative
changes.

*  Centerior Energy. 92/03/19.18pp. 61099:271-61099:288.

9203300168 Forwards amend 41 to license NPF-58 & safety evaluation. Amend speci-
fies exceptions to TS 4.0.4 for IRMs & SRMs when performing plant shutdowns from
operational condition 1.

HALL.J.R. Project Directorate Hl-3. 92/03/20. LYSTER.M.D. Cleveland Electric Illumi-
nating Co. 2pp. 61167:319-61167:338.

-9203300174 Amend 41 to license NPF-58,specifying exceptions to TS 4.0.4 for IRMs
& SRMs when performing plant shutdowns from operational condition 1.
HALL.J.R. Project Directorate III-3. 92/03/20.13pp. 61167:321-61167:333.

-9203300175 Safety evaluation supporting amend 41 to license NPF-58.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/20. 5pp.
61167:334-61167:338.

Q. Inspection reports, IE Bulletins & correspondence

9202110001 NRC Info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu-
clear Power Plant Sites."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp, 60838:224-60838:227.

9202110056 Suppl 1 to NRC Info Notice 92-002, "RELAP5/MOD3 Computer Code Error
Associated W/Cpnservation of Energy Equation."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185.

9202190037 NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities."
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223.

9202190038  NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24.
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184.

9202190317 NRC Info Notice 92-016, "Loss of Flow From RHR Pump During Refueling
Cavity Draindown."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25.
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139.

9202190371 NRC Info Notice 92-017, "NRC Insps of Programs Being Developed at Nu-
clear Power Plants in Response to Generic Ltr 89-10."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26.
Consolidated Edison Co. of New York, Inc. 11 pp. 60392:001-60392:011.

9202240025 NRC Info Notice 92-018, "Potential for Loss of Remote Shutdown Capabil-
ity During Control Room Fire."

ROSSI.C.E, Division of Operational Events Assessment (Post 870411). 92/02/28.
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150.

9203060042 Advises that no changes to initial SALP rept necessary & rept considered
to be final.per 920221 meeting & 920207 comments.Final SALP 11 rept 50-440/91-01
meeting summary & licensee 920207 response Itr end.

DAVIS.A.B. Region 3 (Post 820201). 92/02/28. LYSTER.M.D. Centerior Service Co.
LYSTER.M.D. Cleveland Electric Illuminating Co. 6pp, 60803:205-60803:212.

9203060101 Responds to 920228 meeting w/augmented insp team on cause of ulti-
mate heat sink on 920121 .Caused by failure to comply w/ work control
program.Corrective actions:improved training & mgt oversight on work control & li-
cense adherence programs.

SYLVIA.B.R. Niagara Mohawk Power Corp. 92/02/28. Document Control Branch
(Document Control Desk). 11 pp. 60867:174-60867:184.

9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary
Relays."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02.
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042.

9202260208 NRC Info Notice 92-020, "Inadequate Local Leak Rate Testing."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03.
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046.

9203240008 Forwards safety insp rept 50-440/92-02 on 920113-0227 & notice of
violation.Violations of concern because plant operators failed to use existing plant pro-
cedures & as result.events w/potential for reactor scram occurred.
GREENMAN.E.G. Region 3 (Post 820201). 92/03/13. LYSTER.M. Centerior Service
Co. 3pp. 61053:001-61053:028.

-9203240010  Notice   of  violation   from  insp  on   920113-0227.Violations  noted:on
920115,operators failed to implement written instruction resulting in valve lineup error
which caused loss of instrument air to outboard main steam valves.
GREENMAN.E.G. Region 3 (Post 820201). 92/03/13. 2pp. 61053:004-61053:005.

-9203240013 Insp rept 50-440/92-02 on 920113-0227.Violations noted. Major areas
inspected:LER foljowup.previously identified items.surveillance observations.maint ob-
servations, operational safety verification & event followup.
LANKSBURY.R.D. Region 3 (Post 820201). 92/03/12. 23pp. 61053:006-61053:028.

R. Periodic operating reports & related correspondence

9203040105 "Annual Rept Jan-Dec 1991 Perry Nuclear Power Plant." W/920228 Itr.
LYSTER.M.D. Centerior Energy. 91/12/31. 9pp. 60802:194-60802:202.

9203230230 "Annual Occupational Radiation Exposure Rept Personnel Whole Body Ex-
posure for CY91." W/920318 Itr.
LYSTER.M.D. Centerior Energy. 91/12/31. 2pp. 61077:205-61077:206.

9203020275 Forwards "Eighteenth Quarterly Rept,Cleveland Electric Illuminating Seis-
mic Monitoring Network.Apr-Sept 1991."

LYSTER.M.D. Centerior Energy.  92/02/27. Document Control Branch (Document
Control Desk). 8pp. 60817:141-60817:200.

-9203020276 "Eighteenth Quarterly Rept,Cleveland Electric Illuminating Seismic Moni-
toring Network.Apr-Sept 1991."

* Weston Geophysical Corp. 91/09/30. 48pp. 60817:149-60817:200.

9203050162 Forwards semiannual fitness for duty rept Jul-Dec 1991.
LYSTER.M.D. Centerior Energy.  92/02/27. Document Control Branch (Document
Control Desk). 5pp. 60826:318-60826:322.

9203030331 Fowards Semiannual Radioactive Effluent Release Rept for Jul-Dec 1991 &
dose & curie corrections for 1988-1990.

LYSTER.M.D. Centerior Energy.  92/02/28. Document Control Branch (Document
Control Desk). 1p. 60797:144-60797:227.

-9203030333 "Semiannual Radioactive Effluent Release Rept for Jul-Dec 1991."

*  Centerior Energy. 91/12/31. 91pp. 60797:145-60797:216.

-9203030388 Dose & curie corrections for 1988-1990.

* Centerior Energy, 90/12/31. 12pp. 60797:217-60797:227.

9203160253 Monthly operating rept for Feb 1992 for Perry Nuclear Power Plant,Unit
1.W/920313 Itr.
HEGRAT.H.L, LYSTER.M.D. Centerior Energy. 92/02/29. 6pp. 60969:326-60969:331.

9203170017 Forwards annual rept of 10CFR50.59 safety evaluations for 1991 summa-
rizing total of 217 safety evaluations,

LYSTER.M.D. Centerior Energy. 92/03/11. Document Control Branch (Document
Control Desk). 150pp. 60976:001-60976:223.

S. Reportable occurrences, LERs & related correspondence

9203240332 Amend 1 to Part 21  rept 159 re potential defect in power cylinder
liner.lnitially reported  on  920H5.Caused  by liner/   block  fit  &  localized matl
microstructure.AII drawings & specs revised to address matl design requirements.
GUNTRUM.B. Cooper Energy Services. 92/03/13. Office of Nuclear Reactor Regula-
tion, Director (Post 870411). 5pp. 61094:341-61094:345.

9203240247 PNO-lll-92-013:on 92031 S.earthquake occurred in northern Ohio & plant
seismic instrumentation recorded earthquake estimated at 3.5 magnitude on Richter
scale.No damage observed at plant.Licensee notified State of OH.
LANKSBURY.R., KNOP.R.  Region 3  (Post 820201).  92/03/16.  2pp.  61056:273-
61056:274.

9203250058 LER 91 -024-01 :on 911204,loss of emergency svc water sys loop occurred
due to inadvertent isolation of keepfill sys.Caused by personnel error.Valve 1P45-
F720A required valve position changed to locked open.W/920320 Itr.
HEGRAT.H.L, LYSTER.M.D. Centerior Energy. 92/03/20. 5pp. 61120:277-61120:281,

9203260215 Ack actions taken in response to Confirmatory Action Ltr CAL-RIII-91-016A
re fiberglass auxiliary circulating water line failure on 911222.All significant issues ad-
dressed. Detailed description of final mods requested.

DAVIS,A.B. Region 3 (Post 820201). 92/03/20. LYSTER.M. Centerior Energy. 2pp,
61165:099-61165:100.ew York, Inc. 4pp. 60962:181-60962:184.
